Grace  Episcopal  Church,  Galena, 


The  organ  in  this  church  is  over  one  hun- 
dred years  old  and  was  brought  from  New 
York  City  by  way  of  New  Orleans  and  from 
there  up  the  Mississippi  River. 

It  has  a  beautiful  walnut  altar  carved  by 
Guster  of  New  York  and  a  lectern  carved  by 
Gronner  of  Galena. 

The  windows  are  of  imported  Belgian  stained 
glass. 
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